USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haaklli Inspection Servkia 173444 in^ iu 


Inspection Report 


TRAMS OVA GENETICS 

Customer ID: I &53 


Certificate: 42-H-0931 



3933 330 STREET 

Type; ROLTTINE INSPECTION 

SIOUX CENTER, IA512&0 

Date- Seo-10-20&8 


There were no facility items cJocumented at the time of this site inspection 


Prepared By: 


Title; 

Received By; 


RUTH BAKKEfl, D.V.M, USDA, APHIS, Animal Care Date; 

VeiE PI NARY M EO 1C AL OFFIC ER Inspector 40^9 Sep-1 S-EflCW 



Title; 


Paje 1 ni 1 


Oate; 

Sep-1 s-so&e 




